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SUBJECT: SYMPOSIUM ON EFFECTS OF RADIO FREQUENCY FIELDS 
ON THE HUMAN BODY 

REF: COMMERCIAL TELEGRAM DATED JUNE 21, 1978 FROM 
USDAO CANBERRA 

HEW/OIH ADVISES THAT DR. JOHN C. VILLFORTH, DIRECTOR, 

BUREAU OF RADIOLOGICAL HEALTH, FDA, HEW, CORRESPONDED 
WITH MR. R.W. TREMBLETT, CHAIRMAN, EXTERNAL ACTIVITIES 
BOARD, INSTITUTE OF RADIO AND ELECTRONICS ENGINEERS, 

AUSTRALIA, CONCERNING INVITATION TO U.S. SURGEON 
GENERAL (S.G.) ON SUBJECT CONFERENCE. IN LETTER 
DATED APRIL 27, 1978, DR. VILLFORTH, ON BEHALF OF 
THE S.G., INFORMED TREMBLETT THAT HEW PLANNED NO, 

REPEAT NO, PARTICIPATION IN MEETING, IN LARGE MEASURE 
DUE TO LATE INVITATION AND SHORTAGE OF TRAVEL FUNDS. 

DHEW DID HOWEVER OFFER TO SUPPLY U.S. GOVERNMENT 
PUBLICATIONS AND REPORTS THAT MAY BE OF INTEREST 
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